JUDGE KOUTRAS:  Well, what else can they do,
as of that point?

THE WITNESS:  Well, for one thing, I made
suggestions, you know, I don't want to keep
harping on this charging unit but, asulong
as you continue to let that unit sit there,
okay?  There is no way in hell, excuse
the expression, that you're going to gain
compliance.

JUDGE KOUTRAS:  Well, that's the whole point
though.  So, you did stress the moving of
the unit?

THE WITNESS:  Oh, yes.

JUDGE KOUTRAS:  And, that's why I asked them
why they didn't do it to experiment.

THE WITNESS:  I also suggested deflective
canvas, building a wall, they suggested building
a wall across the entire intake entry, which
is ridiculous.  But, again, if they want
to do it that way that's their prerogative.

JUDGE KOUTRAS:  All right.  You heard the
testimony about the swirling.  That due to
the location of this place, some of the air
is going to go down the entry, and all of it
is not going to go through the exhaust pipe,
that's true isn't it? And, that's why you issued
the citation?

THE WITNESS:  Yes.  Like he testified, like
Mr. Hadden testified, that's standard, that's
true.

JUDGE KOUTRAS:  And, your interpretation is
that a hundred percent, that every bit of air
that goes in is used to ventilate the battery
charging station, or the batteries, has to go
out that?

THE WITNESS:  Yes, that's my training, CM I
training, that's what it was.  The air current
ventilating the charging station must be
directed to the return, and that's the air current
If it's out there in that turbulence, I can't
help that.  That's the air current.
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